M/OIPEIM PORTABILITY GUIDE 


Your comments and suggestions are appreciated and will help the X/OPEN 
group to provide the best possible documentation for your use. 

Send your comments on the form below to 
Elsevier Science Publishers 
Attn. Mr. J. Dirkmaat 
PO Box 1991 
1000 BZ Amsterdam 
The Netherlands 

Alternatively, you may send your report, containing the same 
information, using the EUnet mail service to the following network 
address 

mcvax!uk.c!inset!xopen 

Readers outside Europe should note that mcvax is the backbone site for 
Europe. 

Name:_ 

Job Function: _ 

Company:_ 

Address: _ 


Telephone: _ 

Completeness 

Identify any information to be included or removed: 


Accuracy 

Specify page number and nature of any error found: 


Organisation 

Identify any format or packaging problems experienced: 


General Comments 

Please add any general comments overleaf. 
















